
Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



C 388 ] 



XXI. New Eleflrical Experiments and Obfervations\ with 
aft Improvement of Mr* Canton's Ek&rometer. By 
Mr. Tiberius Cavallo^ in a Letter to Mr. Henly, 

F» iv« S» 



DEAR SIR, February 8 8^1777. 

Head March 13, ry^oGETHER with this letter I fend 
■*• you an account of fome ele&rical 
experiments I have lately made, and moft of which have 
been fuccefsfully repeated in your prefence. As you did 
me the honour to mention, in your laft paper to the 
Royal Society, fome remarks I had made on Mr. volta's 
machine, I hope you wiU farther oblige me by prefent-* 
ing this account to that learned Body, if you think it 
Contains any thing deferving the attention of the 
curious. 

I am, 8cc* 



Experiments 
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Experiments on Mr. volta's plates^ commonly called a 
machine for exhibiting perpetual ele&ricity. 

THE following experiments, which (hew how both 
fides of an electric plate are affe&ed in different cireum- 
ftances, were principally made with a plate which mea- 
fured fix inches and a quarter in diameter, and which 
eonfifted of a circular piece of thick glafs coated on one 
fide with fealing-wax^. 

If, after having excited the fealing-wax, I lay the plate 
With the wax upon the table, and the glafs upperaioft, 
that is, contrary to the common method; then, on 
making the ufual experiment of putting the metal plate 
on it, and taking the fpark, &c, I obferve it to be attended 
with the contrary electricity; that is, if I lay the metal 
plate upon the electric one, and, while in that fituation, 
touch it with an infulated body, that body acquires- the 

(a) Having cdnftrmfted feveral of thofe plates, with a view to difcover which 
fubftance would anfwer the beft for coating the glafs plate, I obferved that the 
eafieft to be made, and theitrongeft in power, are thofe made of the fecond fort 
of fealing-wax. It is remarkable, that fometimes they will not aft well at firft, 
but they may be rendered very good by fcraping with the edge of a knife their 
finning or gloiTy furface. This feems analogous to the well-known property of 
glaft, which is, that new cylinders or globes made for electrical purpofes are 
often very bad ele&ries at firft, but that they improve by being worked, that is, 
by having their furface a little worn, 

pofitive 
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pofitive electricity, and the metallic removed from the 

eleCtric plate appears to be negative* 

This experiment, I find, anfwers in the fame manner 
if an electric plate be ufed which has the fealing-wax 
coating on both fides; for, whichever fide of this is ex- 
cited, it will aCt like the waxed fide of the above de- 
fcribed plate, that is, will render the metal plate fet on 
it pofitive, and the oppofite fide will render it negative. 

If, inftead of laying the electric plate upon the table r 
it be placed upon an eleCtric ftand fo as to be accurately 
infulated, then the metal plate fet on it acquires fo little 
electricity that it can only be difcovered with an electro- 
meter ; which fhews, that the electricity of this plate will 
not be confpicuous on one fide of it, if the oppofite fide 
be not at liberty either to part with, or acquire more of, 
the eleCtric fluid. In confequence of this experiment, 
and in order to afcertain how the oppofite fides of the 
eleCtric plate would be affeCted in different circumftances, 
I made the following experiments. 

Upon an eleCtric ftand I placed a circular tin plate, 
nearly fix inches in diameter, which by a flender wire 
communicated with an electrometer of pith-balls, which 
was alfo infulated; I then placed the excited eleCtric plate 
of fix inches and a quarter diameter upon the tin plate, 
with the wax uppermoft, and on removing my hand 

from 
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from it, the electrometer which communicated with the 
tin plate, that is, with the under fide of the electric plate, 
immediately opened with negative electricity. If by 
touching the electrometer I take that ele&ricity off, the 
electrometer will not afterwards diverge. But if now, 
or when the electrometer diverges, I prefent my hand 
open, or any other uninfulated conductor, at about one or 
two inches over the eleCtric plate, without touching it, 
then the pith-balls diverge; or, if they diverged before, 
they come together, and immediately diverge again with 
pofitive eledtricity.— -Remove the hand, and the balls 
come together; approach the hand, and they diverge, 
and fo on. 

If while the pith-balls diverge with negative electri- 
city, I put the metal plate upon the wax, the balls ap- 
proach each other for a little time, but foon open again 
with the fame, that is with negative electricity. 

If, whilft the metallic lies upon the eleCtric plate, I 
touch the former, the electrometer immediately diverges 
with pofitive electricity, which if by touching the elec- 
trometer I take off, the electrometer continues without 
divergence. I touch the metal again, and the electro- 
meter opens again ; and fo on for a considerable number 
of tinier until the metal plate has acquired its full 
charge. On taking now the metal plate up, the eleCtro- 

.meter 
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meter ifrftantly diverges with ftrong freg&tive elec* 

tricity. 

I repeated the above experiments with this Only dif- 
ference in the difpofitioii of the apparatus: I put the 
eledtric plate with the excited fealing-Wax upon the 
circular tin-plate, and the glafs uppermoft : and the dif- 
ference in the refult was, that where the ele<Slricky was 
pofitive in the former difpofition of the apparatus, it now 
became negative, and vice verfa; except that, when I 
fifll lay the ele&ric plate upon the tin plate, the ele<5tro- 
meter diverged with negative electricity as well in this 
as in the other difpofition of the apparatus. 

All the above experiments have been repeated with 
an ele&ric plate, which, befides the fealing- wax coating 
on one fide, had a ftrong coat of varnifti on the other; 
and their refult has been fimilar to thofe when the above 
defcribed plate was ufed. 

Experiments on colours. 

Having accidentally obferved that an electric fhock, 
fent over the furface of a card, marked a black ftroke 
upon a red fpot on the card, I was from this induced to 
try what would be the efFeft of fending fhocks over 
cards painted with different water colours. Accordingly 
4 I painted 
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I painted feveral cards with almoft every colour I had, 
and fent fhocks over them when they were very dry: 
the effe£ts were as follows^: 

Vermillion was marked with a ftrong black track, 
about one-tenth of an inch wide. 

Carmine received a faint and flender impreflion, of a 
purple colour. 

Verdigreafe was fhaken off from the furface of the 
card. 

White lead was marked with a ftrong black track, 
not fo broad as that on vermillion. 

Red lead was marked with a faint mark much like 
carmine. 

The other colours I tried were, orpiment, gamboge, 
fap-green, red ink, ultramarine, Pruffian blue, and a few 
others, which were compounds of the above, but they 
received no impreffion. 

It having been infinuated, that the ftrong black mark, 
which vermillion receives from the eledric fhock, might 
poffibly be owing to the great quantity of fulphur con- 
tained in that mineral, I was induced to make the fol- 
lowing experiment. I mixed together equal quantities 
of orpiment and flower of fulphur, and with this mix- 

(b) The force employed was the full charge of one foot and a half of coated 
glafs. 

Vol. LXVII. Fff ture, 
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ture, by the help, as ufual, of very diluted gum- water, 
I painted a card ; but the eleitric fhock fent over this 
left not the leaft impreffion. 

Defirous of carrying this investigation on colours a 
little farther, I procured fome pieces of paper painted on 
both fides with oil colours^, and fending the charge of 
two feet of coated glafs over each of them, I obferved 
that the pieces of paper painted with lamp-black, Pruf- 
fian blue, vermillion, and purple brown, were torn by 
the explofion; but white lead, Naples yellow, Englifh 
ochre, and verdigreafe, remained unhurt. 

The fame fhock fent over a piece of paper, painted 
very thick with lamp-black and oil, left not the leaft 
impreffion. I fent the fhock alfo over a piece of paper, 
unequally painted with purple-brown, and the paper was 
torn where the paint laid very thin, but remained un* 
hurt where the paint was evidently thicker. 

Having repeated thofe experiments feveral times, and 
with fome little variation, they were attended with dif- 
ferent effedts ; however^ they all feem to point out the 
following proposition. 

I. A coat of oil-paint over any fubftance,' defends it 
from the effects of fuch an electric fhock as would other- 
wife injure it; but by no means defends it from the force 

(c) The colours were mixed with linfeed oil. 
I of 
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of every ele<5trie ihock that can be given. II, No one 
colour feems preferable to the others, if they be equal 
in fubftance, and equally well mixed with oil; but a 
thick coating does certainly afford a better defence than a 
thinner one. 

By rubbing the above mentioned pieces of paper, I find 
that the paper painted with lamp-black and oil is more 
eafily excited, and acquires a ftronger ele&ricity than the 
papers painted with the other colours; and perhaps on 
this account it may be, that lamp-black and oil might 
refift the ftiock fomewhat better than the other paints. 

It is remarkable, that vermillion receives the black 
impreflion, when painted with oil, nearly as well as 
when painted with water. The paper painted with white 
lead and oil receives alfo a black mark, but its nature is 
very particular. The track, when firft made, is almoft 
as dark as that marked on white lead painted with wa- 
ter; but it gradually lofes its blacknefs, and in about two 
hours after it appears without any darknefs, and when 
the painted paper is laid in a proper light appears only 
marked with a colourlefs track, as if made by a finger- 
nail. 
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Promifcuous Experiments. 

Confidering what a ftrong fpark is obtained from the 
metal plate belonging to Mr. volta's machine, when 
not the leaft fpark can be obtained from the ele£hic plate 
itfelf, I was naturally induced to make ufe of the above 
mentioned metallic plate in difcovering the ele&ricity of 
very weak eledlrics, which otherwife would be either in- 
obfervable, or fo little as not to permit its quality to be af- 
certained. Accordingly, by the ufe of this plate, I obtain a 
very fenfible electricity from the hairs of my legs and of 
my head, or the head of almoft any other perfon, when 
ftroaked. 

In this manner I obtain fb ftrong fparks from the back 
of a cat, a hare's fkin, a rabbit' s fkin, a piece of paper, 
or a piece of new flannel, that I can prefently charge a 
coated phial with either of thofe, and fo ftrongiy as to 
pierce a hole through a card with its difcharge. 

I have often obferved, that, when ftroaking a cat with 
one hand I hold it with the other, I feel frequent fmart 
pricklings on different parts of that hand which holds 
the animal. In thefe circumftances very pungent fparks 
may be drawn from the tips of the ears of the cat. 

5 Smooth 
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Smooth glafs rubbed with a rabbit's ikin, dry and 
warm, acquires, I find, the negative electricity; but if 
the fkin is cold, the glafs is excited pofitively. 

New white flannel has alfo fuch ftrong eleCtric power, 
that fometimes I have excited finooth glafs negatively 
with it. 

Ctanfidering the ftrong electric power of new white 
flannel, I thought that a piece of it rolled round the 
globe of an electrical machine would perhaps give a 
ftronger electricity on the prime conductor than the glafs 
kfelf. In order to try the truth of my fuppofition, I 
tied a large piece of flannel dry and warm round the 
globe of the machine; and for a rubber I applied the 
palm of my hand, then turned the winch, firft flowly, 
and afterwards briikly ; but, contrary to my expectation,, 
I obferved that the electricity at the prime conductor, 
although pofitive, was fo weak, that the index of your 
electrometer was not moved. Surprifed at this event, I 
refolved to take off the apparatus; but I was more fur- 
prifed when, on removing the flannel from the globe, 
the former appeared fo ftrongly pofitive, that it darted 
feveral fparks to my arm ; and other contiguous bodies; 
and the latter remained fo ftrongly negative, that your 
electrometer upon the prime conductor inftantly elevated 
its index to about 45 °. I repeated this experiment feve- 

raJ 
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ral times, and the effect was always the fame. The elec- 
tricity of the flapneland of the glafs* therefore, balanced 
each other. 

Having had oecafion to coat a ten-ounce phial, J ftuck 
the infide coating, which was of brafs filings, with var- 
nifh, agreeable to the directions given by fome writers 
on ele£tricity. This phial remained abouSt a week unufed ; 
but it happened, that, whilft I was charging and dis- 
charging it for fome experiments, I obferved that on 
making a difeharge it exploded with a greater noife than 
ufual, the cork with the wire being at the fame time 
blown out of the neck of it. Being intent upon the main 
experiments in hand, I omitted to examine the pheno- 
menon of the phial. I replaced the cork on it, and went 
on charging and difcharging it again; but it had not 
been charged above three or four times, more, when I 
obferved that, on making a difeharge, the varnifli that 
ftuck to the brafs filings was in a flame, .which burned 
the bottom and fides of the cork confiderably, and occa- 
fioned a good deal of fmoke and flame to come out of 
the bottle. You will recolledfc, that I repeated this expe- 
riment in the prefence of yourfelf, Mr. adams, and Mr. 
Coventry, when it fucceeded perfedtly ; but the varnifh 
was this time fo far burnt, that the brafs filings, which 

by 
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by the combuftion Had changed their colour, were almoft 
all dropped to the bottom of the phial. 

I fhall conclude this paper with the defcription of a 

pocket electrometer which I have lately conftru&ed, 

and which, on feveral accounts, feeros preferable to thofe 

of the moil fenfible fort now in ufe. The cafe and 

handle of the electrometer is formed by a glafs tube 

about three inches long, and three-tenths of an inch in 

diameter;, half of which is covered with fealing-wax. 

From one extremity of this tube, that is, that without 

fealing-wax, a fmall loop of filk proceeds, which ferves 

occafionally to hang the electrometer on a pin, &:c. To 

the other extremity of the tube, a cork is adapted, which, 

being cut tapering on both ends, can fit the mouth of 

the tube with either extremity* From one extremity of 

this cork two threads proceed, a little fhorter than the 

length of the tube, fufpending each a little cone of pith 

of elder. When this electrometer is to be ufed, that end 

of the cork which is oppofite to the threads is puflied 

into the mouth of the tube, then the tube forms the 

infulated handle of the pith electrometer, as appears in 

fig. 1. When the electrometer is to be carried in the 

pocket, then the threads are put into the tube, and the 

cork flops it, as is reprefented in fig. 2. The peculiar 

advantages 
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advantages of this ele£trometer are, its convenient fmall 
fize, its great fenfibility, and its continuing longer in 
good order than any other I have yet feen, as ypu have 
yourfelf experienced (d) . To preferve this electrometer 
from injury, it fhould be carried in a tooth-pick cafe, or 
fome other of the like fort. 

(d) I have lately conftrufted a portable -ele&rometer of another kind, which 
is contrived £o as not to be afFe&ecl by the wind or the rain, and confequently is 
very convenient to examine the ele&ricity of the clouds out of doors in time of 
thunder-florms : but I fhall take another opportunity to prefent to the Royal 
Society a particular defcription of the fame. 
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